Paragon Backup Retention Wizard 



User Guide 



Getting Started with the Paragon Backup Retention Wizard 

In this guide you will find all the information necessary to get the product ready to use. 

System Requirements 

A Pre-installed Paragon Backup Utility 

• Paragon Drive Backup 10 all versions (Incremental backup not available) 

• Paragon Drive Backup 1 1 

• Paragon Hard Disk Manager 2010 all versions (Incremental backup not available) 

• Paragon Hard Disk Manager 1 1 all versions (Incremental backup not available) 

• Paragon Hard Disk Manager 12 (Incremental backup for Server and Professional versions only) 

• Paragon Backup & Recovery 10, 11, 12 (Incremental backup not available) 

Windows based utility 

• CPU: Intel Pentium or compatible, 300 MHz or higher processor 

• RAM: At least 1 28 MB (256 MB or greater recommended) 

• Disk space: 25 MB 



Supported Operating Systems 

Operating system support is dependent upon the Paragon backup product pre-installed on your system. I.E. 
Drive Backup 11 Server or Hard Disk Manager 12 Server will offer support for both Windows server and desktop 
operating systems, while Drive Backup 10 Workstation or Backup and Recovery 12 Home will only support 
desktop operating systems. 

Windows 7 (32/64-bit) 
Windows Vista (32/64-bit) 
Windows XP Professional (32/64-bit) 
Windows XP Home 
Windows 2000 Professional SP4 
Windows Server 2000 Family SP4 
Windows Server 2003 Family 
Windows Server 2003 x64 Edition 
Windows Small Business Server 2003 Family 
Windows Storage Server 2003 
Windows Server 2008 Family (32/64 Bit) 
Windows Server 2008 R2 



Supported Hard Drives and Removable Media 
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• Parallel ATA (IDE) HDD 

• Serial ATA (SATA) HDD 

• External SATA (eSATA) HDD 

• SSD (Solid State Drive) 

• SCSI (Small Computer System Interface) HDD 

• All levels of SCSI, IDE and SATA RAID controllers 

• RAID support (hardware and software) 

• USB Lx/2.0/3.0 and IEEE 1394 (FireWire) devices 

• Network Storage locations 



Supported File Systems 



• NTFS(v.1.2, v3.0, v3.1) 

• FAT16 

• FAT32 

• Linux Ext2FS 

• Linux Ext3FS 

• Linux Ext4FS 

• Apple HFS+ 



Installation 



Prior to installation, please make sure your computer meets the minimum product and system requirements. 
Once all requirements have been verified, please carry out the following actions to install the Paragon Backup 
Retention Wizard: 

1. Click on the provided setup file to initiate the installation. 

2. Accept the EULA. Note: Installation will not continue if EULA is not accepted. 

3. Select the 'Print EULA' button to print a copy of the Paragon End User License Agreement. 




Please read the following end user license agreement carefully. 



End-user License Agreement for Paragon Software Products ^ 

This End-User License Agreement ('EULA') is a legally valid contract between the end user of the software and 
Paragon Software GmbH, Heinrich-von-Stephan-Strafie 5c, D-7S1 00 Freiburg (hereinafter referred to as 'Paragon'). e 
Please read this Agreement thoroughly before acquiring the software. Upon acquisition of the software, the following 
provisions will be deemed to have been agreed to with binding effect. 

1. Copyright 

This software product, including any handbooks, instructions and/or other information material, is protected by 
copyright. Any copy protection present in the software, a copyright notice, a registration number recorded in it or other 
features serving to identify the program may not be removed. 

2. License agreement 

Unless determined otherwise. Paragon grants the software's end user the simple right to install the software on a 
device and use it for an unlimited period of time. The right to use is limited to the software's object code. It will expire if 
the end user violates the conditions of use established in this Agreement. Paragon is not obligated to provide the end 
user with the source code. Unless determined otherwise in the following, the acquisition of this license does not entitle T 

I accept the terms of this license agreement. 
(*) I do not accept the terms of this license agreement. 



Accept Cancel Print EULA 



Copyright 
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4. Click on the drop down menu to select an existing Paragon backup application installation. 



Q Retention Wizard Installer 



Welcome to the Retention Wizard 
Installation 

Please select from the following Paragon 
applications to install the retention wizard 



Drive Backup 1 0 Server Edition 



Install 




Uninstall 




Cancel 



0 Start .Application 



F71 Open Readme Rle 

Version 3.0.0.30 



5. Options for "Start Application" and "Open Readme File" are selected by default, but may be un-checked. 

6. Click Install to start the installation. 

7. If an existing version of the Retention Wizard is already installed you may; 

a. Select 'Install', this will update the application to the version in the installer. 

b. Select 'Uninstall', this will remove the Retention Wizard from the currently selected application. 



@ Retention Wizard Installer 



Welcome to the Retention Wizard 
Installation 

Please select from the following Paragon 
applications to install the retention wizard 



Hard Disk Manager 1 2 Server (Installed version 3.0.0.30 ▼ 




; Install : 




Uninstall 




Cancel 



V Start .Application 



\7\ Open Readme File 

Version 3.0.0.30 



First Start 

1. To start, run the Retention Wizard icon on your Desktop. 
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Retention Wizard 

Help Icon 

Located at the bottom left hand corner of the wizard will bring up this help file. 




Step 1 - Welcome to the Backup Wizard 

2. Specify a Backup Task Name and optional Backup Description in the provided fields. 
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^5 Paragon Backup Scheduler 



Paragon Backup Scheduler 

Retention Wizard^ ^ 



Welcome to the Backup Wizard 

This wizard will guide you through the stages required to successfully 
configure a new backup task. 



paragon 



Step 1 of 8 




Backup Task Name: ^ Backup Task Name 

Task name that will appear in scheduled tasks 



Backup Description: Daily at S:DDpm 
(Optional) 



The description of this backup task 



Veision 3.0.0.31 



Next 



Cancel 



Click Next to proceed. 



Step 2 - Select a backup type 

3. Select the backup type. The Full Backup option creates standalone full images. Full and Differential 

Backup option creates both full and incremental image sets. Full and Incremental Backup option creates 
both full and incremental image sets. Note: Full and Incremental Backup option is only available if a 
pre-installed Paragon application offers Incremental Backup feature otherwise; option the will be greyed 
out. Please see System Requirements section for more detail. 
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fx"" 1 



Paragon Backup Scheduler 

Retention Wizard s 



paraGon 

H.miiijjinTn 



> t 



Full Backup 

Select this option to make only full images of the disks and'-or partitions you select. 
You will be able to determine the number of full images you will retain. 



Step 2 of 8 



Full and Differential Backup 

Select this option to make full and differential images of the disks and'-or partitions you select. 
You will be able to determine the number of differential image sets and the number of images per set 
you will retain. 




Full and Incremental Backup 



Select this option to make full and incremental images of the disks and'-jor partitions you select. 

You will be able to determine the number of incremental images sets and the number of images per set 

you will retain. 




Click Next to proceed. 



Step 3 - Selecting what to backup 

4. You can back up any combination of hard disks or partitions. Click the check box next to any hard disk or 
partition you want to back up. 
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Paragon Backup Scheduler 



Paragon Backup Scheduler 

Retention Wizard^ ^ 



Specify which volumes to backup 

%£f Backup Selected Volumes 



Disk Name Letter Type 



FS 



Size 



Used 



□■■■OS Basic DiskO: 

■OW System Reset] Primary NTFS 100.0MB 24.0 MB 
■OW no (C:) Primary NTFS 698.0 GB 218.1GB 
-HW Local Disk (K:J Logical NTFS 121.9 MB 64.0MB 
■\JW Local Disk (0:] Logical NTFS 70.0 MB 11.1MB 
■■OW NewVolume [E:) Primary NTFS 48.0 MB 7.4MB 
2 GPTDiskl: 

■0© Local Disk [) Primary Unform 128.0 MB 0.0 MB 
■H N ewVol u m e £10 P ri m a ry NTFS 1000 .0 GB 446.1 G B 
NewVolume (J:) Primary NTFS 1000.0 GB 850.2GB 
NewVolume (JO Primary NTFS 546.6 GB 1273GB 
-HW NewVolume fD:) Primary NTFS 247.8 GB 242.4GB 



paraGon 



Step 3 of 8 
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Back 



Next 



Cancel 



Click Next to proceed. 



Step 4 - Backup destination 



5. Specify where to store your backup data. Manually type a path or click the Browse button to specify a 
backup destination. 
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Paragon Backup Scheduler 

Retention Wizard^ ^ 



paraGon 



Step 4 of 8 



Backup Destination 

Click "Browse" to select a local or network backup destination. 



Path: D:\ 



Browse 



5.813 GBfree of 247.79 GB 





Back 


Next 




Cancel 


Version 3.0.0.31 





6. Select an existing folder or click Make New Folder to create a new backup destination. 



Browse For Folder 



Choose backup destination folder. 



* ;L Computer 
▻ & Windows 7 (CO 
> LJJ Storage (EO 

DVD RW Drive (FO 

[> a XPPro (GO 

[> © BD-RGM Drive (HO PARAGON 
J ^ jjj Data (10 



Backup Folder 

> Config 
full 

> Ji Projects 





[ Make New Folder | 


| OK 




Cancel 



Click Next to proceed. 
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Step 5 - Retention settings and backup options 



7. Specify the number of Full Backups or Backup Sets (If either incremental or differential option selected) 
to keep by using the up/down controls. Only the defined number of backups will be retained. Options 
for setting the number of images per set will be available for the incremental and differential types. 



8. Select a Compression Level with the drop down menu. 



i | 



Paragon Backup Scheduler 

Retention Wizard^ ^ 



paraGon 



The following application will be used for backup: Step 5 of 8 

Hard Disk Manager 12 Server 

Full and Differential Backup Sets 

Specify the number of full and differential backup sets to keep. Only the latest backup sets will 
be retained. 



© 



Keep only 1 Q of the last full and differential backup sets. Lesrn more 
Keep only 1 |-9-|| images per set. Learn mere 



Compression Level 



Normal compression 





Back 


Next 




Cancel 


Version 1 3.0.0.31 





Click Next to proceed. 



Step 6 - Scheduling 

9. Specify when to run the task. 
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^5 Paragon Backup Scheduler 



Paragon Backup Scheduler 

Retention Wizard^ ^ 




Full and Differential Backup 



® Daily 
Weekly 
Monthly 



Version 3.0.0.31 



Daily 



Start At 7/27/2012 S- 



1:57:16 PM 



Every 1 | days 



x(H para 



paraGon 



Step 6 of 8 





Next 


Back 



Cancel 



Click Next to proceed. 



Step 7 - Run As settings 



10. Specifying an administrator account is optional. However, you must specify a valid user account if the 
backup is to run while user is logged off. 
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Q Paragon Backup Scheduler 



Paragon Backup Scheduler 

Retention Wizard s 



* 



paragon 



Step 7 of 8 



Run As User / Password 

Specify the credentials of an administrator account to run 
backup tasks when the system is logged off or locked. 



User name: PC_or_Dornain\.^jdministrator 
Password: 



Vernon 3. 0.0. 3 f 







Back 


Next 



Cancel 



Step 8 - Summary 



11. Use the summary page to review your backup settings. To make changes, use the Back button or click on 
the setting title (for example " Task Name: "). 
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Paragon Backup Scheduler 



Paragon Backup Scheduler 

Retention Wizard*^ ^ 



Jtfr paraG on 



Review your backup settings 



Step 8 of 8 



Task Name: 


My Backup Task Name 


Description: 


Daily at 8:00pm 


Source Objects: 


DiskO partition 0, Disk 1 all 


Backup Destination: 


D:\... 


Backup Tvpe: 


Full and Differential Backup Type 


Compression: 


Normal compression 


Archive Retention: 


Keep last 1 full and differential archive sets. 




Containing 1 images per set. 


Backup Schedule: 


Differential Backup Set at 1:57 PM starting 7/27/2012 Daily 







4> 



Version 3.0.0.31 



Generate Script 







Back 


Finish 



Cancel 



12. Select the printer icon ^ to print a copy of the summary or the save icon _iJ to choose a location to 
save a copy of the summary. 



13. The Generate Script option allows you to save the scripts generated by the wizard without scheduling 
the tasks. 



^Generate Script 



Browse For Folder 



Select a location to save the scripts 



EZ. De:ktcp 

> Libraries 

> Jl cisco 

Computer 
• Network 
[> Hp Control Panel 
,P Recycle Bin 

> JU acronis 

i. i i 



£3 



Make New Folder 



c 



OK 



Cancel 
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14. Click Finish to complete the Retention Backup Wizard. 



J^' Complete Backup Scheduler 



Congratulations! You successfully 
com pi eted th e b a cku p wiza r d . 



Close 



Modifying Existing Tasks 

1. Launch the Paragon application (Drive Backup, Hard Disk Manager, Backup & Recovery) 



Paragon Drive Backup™ 11 Server 



Tools Changes Wizards Hard Disk Partition Archives View Help 







Q 








"fe m & 




i: Apply 


Discard 


View Changes 


Undo 


Redo 


Smart Backup Restore 


Copy Hard Disk Copy Partition Log Saver 


Hdp 




Disk Vie 



Scheduled Tasks 



Archives 



Help 



Scheduled Tasks & ft 



Name 



Script 



When to Run 



Next Run Time 



Last Rl 



V; Es: : ..; -=>. ; e = . _I - = . _I ! - : i 1 : s J?:^:! ! = ;/ eye-; ■ ./.=;.•; = " ' : l\ U: i : . i ! =/' 



2. Go to the Scheduled Tasks tab. Right-click the scheduled task to modify. 
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Q. Paragon Drive Backup™ 11 Server 



Tools Changes Wizards Hard Disk Partition Archives View Help 





Q 














:: Apply Discard 


View Changes 


Undo 


Redo 


Smart Backup Restore 


Copy Hard Disk Copy Partition 


Log Saver 


Help 



Smart Backup 
Restore 



Disk View 



Advanced Backup Tasks 


© 




Vfrtualization Tasks 


© 


Copy Tasks 


© 


Tools 


© 


Help 


® 


^ Backup 




Restore 




Browse Image 




Scheduled task 





Scheduled Tasks 
Schedu ad Tasks ® (* 



| Help 



Name 

m 



Script 



My Backup Task Name Full_DifF Full_D 



Run Now 



25: DD PM every day. starting 7/1 7 



Next Run Time 



' IS. 2012 3:25: DDPM 



Refresh List 
Properties 



3. For advanced users, select Edit Script to modify the backup script file. 



J Full_Diff_0744682.ps! - Notepad 



File Edit Format View Help 



|// Turn off confirmation 
confirm off 

SET STRING ROOT_PATH = "D:/" 
SET VALUE Num_Images = 1 
SET VALUE NUM_SETS = 1 

set string compname = getenv("computername") 

SET STRING HR_MIN_SEC = STRINGDEC (HOUR(NOWTIME)) + STRINGDEC (MINUTE (NOWTIME)) + STRINGDEC (SECOND (NOWTIME)) 

SET STRING BU_Type2 = STRINGDEC (MONTH (NOWTIME) + 1) + "_" + STRINGDEC (DAYOFMONTH (NOWTIME)) + "_" + STRINGDEC (YEAR (NOWTIME)) + "_" + 
STRING (HR_MIN_SEC) 

SET STRING BASE_PATH = STRING (ROOT_PATH) + "/" + STRING (compname) + "/Full_Diff" 

SET STRING LATESTSET = "" 

SET STRING LATESTFULL = "" 

SET STRING OLDESTSET = "" 

SET STRING FULLDIR = "" 

SET VALUE TIME_NOW = (NOWTIME) 

SET VALUE SET_CNTJVIAINT = 0 

SET STRING PFI = "NO.PFI" 

CALL FIND_LAST_SET 

PRINT"" 

PRINT STRING (LATESTSET) 
PRINT"" 

CALL FIND_LAST_FULL 

//****** CHECKS IMAGES AND SETS 

SET VALUE IMG_CNT = DIRCONTENTS (STRING (LATESTSET)) 
PRINT"" 

PRINT "EXISTING IMAGES = " + STRINGDEC (VALUE (IMG_CNT)) 
PRINT"" 

IF ( (VALUE (IMG_CNT) >= 1) AND VALUE (IMG_CNT) < VALUE (Num_Images)) THEN 

GOTO CREATE_DIFF 

ENDIF 

IF ( (VALUE (IMG_CNT) >= 1) AND (VALUE (IMG_CNT) >= VALUE (Num_Images)) OR (VALUE (SET_CNT) == 0)) THEN 

CALL CREATE_NEW_SET 

ENDIF 



■ 



*BEGIN DIFF SECTION 



CREATE_DIFF: 

SET STRING IMGPATH = STRING (LATESTSET) + "/DIFF_ 



STRING (BU_Type2) 



4. To change the backup task's schedule, select Properties. 
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@ Task Properties: My Backup Task Name Diff 



General Schedule 



> ;) Schedule type: Weekly 



Run at 
Every 



B:0QAM [rj 



* week is) on: \7\ Monday 
F71 Tuesday 
|V] Wednesday 
[2] Thursday 
Friday 
Saturday 
Sunday 



Active from: 
□ to: 

FT] Do not reboot if it is required 



05/31/2012 



05/31/2012 



Run As > 



OK 



Apply 



Cancel 



Click OK to save changes. 



Contacting Paragon Software Group 

If you have any questions about the company's products, please use the following contact methods. 
Visit Paragon Software Group website: www.paragon-software.com 
Support website: www.paragon-software.com/support 

Product Manuals: http://www.paragon-software.com/downloads/manual.html 

User Account Login: http://www.paragon-software.com/login 

Knowledge Base & Technical Support: kb.paragon-software.com 

Support Email: support@paragon.software.com 

Sales Email: sales usa@paragon-software.com 

Sales & Support Phone: 888.347.5462 
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